CONCORDIA 
UNIVERSITY 


ALL-CANADIAN DOUG FEASBY 


Men’s Hockey Schedule 
1980-81 


Concordia Stingers 


Men’s Hockey Schedule 1980-81 


Friday October 10 
Friday October 17 
Saturday October 18 
Tuesday October 21 


Friday/Saturday/Sunday October 24/25/26 


Wednesday October 29 
Friday October 31 


Sunday November 2 
Tuesday November 4 
Friday November 7 
Sunday November 9 
Tuesday November 11 
Friday November 14 
Friday/Saturday November 21/22 
Friday November 28 
Friday December 5 
Saturday December 6 
Friday December 12 
Sunday December 21 
Monday December 22 


Friday January 9 
Saturday January 10 
Wednesday January 14 
Friday January 16 
Wednesday January 21 
Saturday January 24 
Sunday January 25 
Friday January 30 
Saturday January 31 


Wednesday February 4 
Friday February 6 
Tuesday February 10 
Friday February 13 
Sunday February 15 
Wednesday February 18 
Friday February 20 
Sunday February 22 


Alumni Game 
at Brandon Tournament 


7:30 p.m. 


(Brandon, Alberta, Concordia, Saskatchewan) 


Bishop's 
at Toronto Tournament 
at McGill 
U.Q.T.R. 


U.Q.AC. 

at Ottawa 

at Bishop's 

at Université de Montréal 
McGill 

Clarkson 

at Salem State-Lowell 
Ottawa 

at UQ.A.C. 

at Laval 

Laval 

at Glens Falls, N.Y. Tournament 


7:30 p.m. 


7:30 p.m. 
7:30 p.m. 


2:00 p.m. 
8:00 p.m. 
8:15 p.m. 
1:00 p.m. 
7:30 p.m. 
7:30 p.m. 


7:30 p.m. 
8:00 p.m. 
2:00 p.m. 
7:30 p.m. 


(St.Lawrence, Colgate, Western, Concordia) 


Micron Tournament 


(Concordia, Toronto, Brandon, Chicago) 


at U.Q.T.R. 
Ottawa 

at McGill 
Laval 
V.Q.A.C. 
at U.Q.A.C. 
at Laval 


at Bishop’s 

at Clarkson (Winter Carnival) 
McGill 

U.Q.T.R. 

Université de Montréal 

at U.Q.T.R. 

Bishop's 

at Ottawa 


8:00 p.m. 
7:30 p.m. 
7:30 p.m. 
8:30 p.m. 
2:00 p.m. 
8:00 p.m. 
2:00 p.m. 


7:30 p.m. 
8:00 p.m. 
7:30 p.m. 
7:30 p.m. 
2:00 p.m. 
8:00 p.m. 
7:30 p.m. 
2:00 p.m. 


